From: 

Sent: 

To: 

Subject: 


Thursday, September 27, 2012 2:44 PM 


NECC Sales 
if im not clear 


Robert Ronzio 


I know I said to defer calls to barry, but to be clearer. 


if you 


have a meeting 
do not go to 

it for those 

who do not 
understand 


Robert Ronzio 

National Sales Director 

NECC (New England Compounding Center) 

Toll Free: (800) 994-6322 x 6546 

Cell Phone: (508) 816-1714 


DOJ N ECC003849534 


Fax: (888) 820-0583 

rronzio@medicalsalesmgmt.com 

www.Neccrx.com 

NECC - A vital resource for sterile and non-sterile compounding medications. 
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